
NEW YORK • RICHMOND • LOUISVILLE 
LONDON • MELBOURNE 





PHILIP MORRIS 

INCORPORATED 


CABLE ADDRESS: FOLD NEW YORK 
AREA CODE 703 275-8361 




July 13, 1965 


Mr. Howard K. Kothe 
Watson Leavenworth 
Kelton & Taggart 
100 Park Avenue 
New York, New York 10017 

Dear Howard: 


RECEIVED 
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I am enclosing some of the additional data which you 
wanted from Dr. Baxt. It has to do with the ranges Of time and 
temperature on the Mylar and may mean that we shall have to 
refile on that case, as you suggested. Also, it gives the 
additional materials with which the Mylar has been metallized. 

Sincerely, 


Mrs. Thelma C. Heatwole 
Patent Liaison Officer 

TCH:je 

Enclosures 

cc: Dr. Ho Wakeham 

Dr. R. B. Seligman 
Mr. John Staley 
Dr. L. Baxt 
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